Approved For Release 2006/ OUSINGIA RDF89B0056SR000400140083- : . 


BATE 22122 11 JAN 1961 


a : DIRECTOR 


PRIORITY 


TS SAM aegis oe een meee ner eee eee Sareea 
oa ae SERS RE ST Tee SS Sa eee eas 
an ir areca ne Repose ae 


mre =S/C (11) 
CLZ 25X1 
FOR: 22372 11 JAN 1967 


\ 


25X1 
ORWARDS FOLLOWING CAMERA OPERATION RE PORT RE MISSION 362k. 


1. NG EVIDENCE OF CONDENSATION, VACUUM FAILURE, OR TEARS ON 
MATERIAL RECEIVED. 

2. EXPOSURE NBR 1415 R 1 L WAS BLURRED. (PROBABLE SHUTTER 
MALFUNCTION). 

3. TRKREE FACTORY SPLICES WERE FOUND ON TKE "R®* ROLL, 

4, APPROX 200 FRAMES HAVE CREASES WHICH OCCURRED BURING FILM 


PROCESSING. 
5. PROCESSING DATA. 
DEVELOPER 0-19 REPLENISHER = D-19 250 CC/MIN 


PROCESSING SFEED 5 FT/MIN 68 DEGREES 
GAMMA LOW 2.04, HIGH 2.14. 
END OF MESSAGE 


CHHUBITED,  Gepy Ne. 


